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1, After the United Nations forces retreated from the Wonsan area in December 1950, 
the North Keraan goverment ani party officials returned to resume their dutics. 
For the first two months the officials employed mild means of sheeking alleged — 
collaboratora, but they grew more brutal end impatient as time passed. Non 
Party membars, Christians, and femilies of those who had fled south with the 
United Nations troops were sedrehed and eccused. Police in the area employed 
special pressure methods against these fanilies: their gates were marked with 
red placards declaring their status and prohibiting them from associating with 
other residents. A similar placard was provided which they were forced to wear 
on their chests when owteide their homes on permitted errands. They vere thus — 
under sonstant surveillance, In the spring of 1951, accurity forces in the Won~ 
sen aver mobilized police, party members, and civilian security organization 
members ia en intensive search of the mountains, as a result of which 4 larga 
number of young men were captured and evecuted. There appeared, however, to be - 
-a shortage of akilled personel in North Korean security agencies in mid-1951 
in the Woasan exsa. te 


2, In June money was scarca in the Wonsen area and the populace was suffering from a 
tax bur’en approximately three tines as heavy as that in peacetine. To aveid 
being suspected as reactionary, the citizens vers also forced to make frequent 
donations toward the purchase of planes, tanks, and cther war matericl for the 
North Korean goverment, Riea wos ecaree; whon 1% could be found, the price 
was 3,000 North Keraan wou per small mal. 7 

3. Electricity was being provided in the larger towns in the Wonsan area for use 

by the North Korean govermient agencies by the Changjin Power Plant (127-15, 


25X1A 


X Meee, A small mal equals about one-quarter of © bushel in volum, 
and when applied te rice it chart fifteen pounds. . 
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